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SUBJECT; Report for July 1976 


STAFF 

After being with us for almost two years, 
Ms. Lynn Sauer resigned to return to school 
and complete her education. A suitable re¬ 
placement is being sought. 

FACILITIES 

The refrigeration section of the air con¬ 
ditioner for the smoking area was shut down 
when its condensing unit's fan motor burned out. 
Parts were readily available and repairs were 
done quickly. Still we lost three testing 
days. 

A card reader and intermediate speed 
printer were added to the minicomputer doing 
G, C. integrations and calculations giving 
us the capability of doing our own data pro¬ 
cessing. 
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July 30, 1976 
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ACTIVITIES 

The market sample is over half finished. 

If the smoking phase is completed as expected 
in August, our report should be out in September. 

The FTC laboratory is behind us in their 
testing. They started later and, at this time, 
are awaiting spectrophotometer service for an 
electronic problem. A report from them as 
early as October appears doubtful. 

Letters have gone out to the industry for 
input on CO. While awaiting replies, apparently 
nothing further is being done. 


WLS/ps 



William L. Steele 


The Board of Directors of T.I.T.L. 

Dr. Ivor W. Hughes 
Mr. Robert L. Kersey 
Dr. Preston H. Leake 
Dr. Robert B. Seligman 
Dr. Murray Senkus 
Dr. Alexander W. Spears 
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